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Message Text 


UNCLASSIFIED 

PAGE 01 MANAGU 02866 232305Z 

21 

ACTION HEW-06 

INFO OCT-01 ARA-10 ISO-OO OES-05 EB-07 COME-OO /029 W 

042040 

R 232235Z JUL 75 
FM AMEMBASSY MANAGUA 
TO SECSTATE WASHDC 7548 

UNCLAS MANAGUA 2866 

E.O. 11652: NA 

TAGS: OGEN, ETRD, 5789, NU 

SUBJECT: NUVALITE ULTRAVIOLET DENTAL APPLIANCE 
REF: STATE 126575 

1. LOCAL DENTISTS ASSOCIATION IS ANXIOUS TO KNOW THE STATUS OF THE 
NUVALITE ULTRAVIOLET DENTAL APPLIANCE MANUFACTURED BY THE L.D. 
CAULC COMPANY. LOCAL DENTIST WHO HAVE THE MACHINE WOULD VERY MUCH 
LIKE TO CONTINUE USING IT, AND THEY WOULD LIKE TO KNOW WHAT MODIFI- 
CATIONS NEED TO BE MADE AND HOW THEY SHOULD GO ABOUT MAKING SUCH 
MODINIC ATION S . 

2. PLEASE ADVISE WHAT DENTISTS SHOULD DO IN ORDER TO BE ABLE TO USE 
THE NUVALITE MACHINE SAFELY AS SOON AS POSSIBLE. 

SHELTON 


UNCLASSIFIED 
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